This report is required by law (7 USC 2143}. Failure to report according to the regulations can 
result m an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse Side for 
additional information. 


Interagency Report Control No 
01 80-DOA-AN 


1. REGISTRATION NO. CUSTOMER NO. 

92-R-0001 1046 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USCA, 

induce Zip Code) 


OREGON HEALTH SCIENCES UNIV. 

3181 SW SAM JACKSON PARK ROAD 

PORTLAND, OR 97201 



sheets if necessary.) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7Q23A ) 


Numoer of animals upon wmch teacnmg, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such arugs were not used 
must be attached to this report) 


Animals Covered 
By The Anima! 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teacnmg, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relievmg drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


TOTAL NO. 
OF ANIMALS 

(Cols. C • 

D + E) 


4. Dogs 


5. Guinea P<gs 


I 

j 7. Hamsters 

j 


3. Rabbits 


I 

! 9. Non-Human Primates 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual researcn. teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each onncioa! investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and aporoved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-aporoved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAMF A TIT! F OF C F D OR INRTIT! JTIONAI OFFICIAL (Type OT Print) 


RICNAT1IRF OF C F C. CR INSTITUTIONAL OFFICIAL 


DATE SIGNED 

11/27/2001 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


































APHIS Form 7023 Additional Reported Sites 


The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 92-R-0001 

Customer Number: 1046 

Facility: OREGON HEALTH SCIENCES UNIV. 

3181 SVV SAM JACKSON PARK ROAD 
PORTLAND, OR 97201 


Comparative Medicine - MRBA/ollum Institute/CROET 

3181 SW Sam Jackson Park Rd 

Portland, OR 97201 

Casey Eye Institute 

3181 SW Sam Jackson Park Rd 

Portland, OR 97201 

Hatfield Research Center 

3181 SW Sam Jackson Park Rd 

Portland, OR 97201 

Oregon Regional Primate Research Center 
505 NW 185th Ave. 

Beaverton, OR 97006 

Neurological Sciences Institute/Vaccine & Gene Therapy Inst. 
505 NW 185th Ave. 

Beaverton, OR 97006 


This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side ter t 1 ' Interagency ^Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 01 80-DOA-AN 


’ UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

92-R-0002 1047 



FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY ( Name and Address, as registered with USD A, 
include Zip Code) 

LEGACY HEALTH SYSTEMS - RES. ADMiN. 

P. 0. BOX 3950 

PORTLAND, OR 97208 
(503) 413-1690 

3. REPORTING FACILITY (List all locations where ammais were housed or used in actual research, testing, teaching, or experimentation, or held tor these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS^ sites) 


See Attached Listing L e g aC y Clinical Research & 

Technology Center 


1225 NE 2nd Ave. 

Portland, OR 97232 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

i — — — 

! A - 
i 

Animals Covered 

I 3y The Animal 

Welfare Regulations 

8. Number of 
animals being 
bred, 

conditioned, or 
held fer use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Numoer of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pam- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
concucted involving 
accompanying pain or 
aistress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of ammais upon which teaenmg, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
'o the animals and fer which the use of appropriate 
anesthetic.anatgesic, or tranquilizing drugs wouid 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this reporf) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 







5. Cats 



6 


6 

i 

i 

6. Guinea Pigs | 





7, Hamsters 
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3. Rabbits 
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: 9. Non-Human Primates 
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10. Sheeo 
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13. Other Animals 



< 











I 

i 


| 

1 






- — - . 

—■ 

ASSURANCE STATEMENTS . ... 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs,' prior to, during, 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. • ; 

2) Eacn principal investigator has considered alternatives to painful procedures. I 
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3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
onncipal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annuaMeport. In 
addition to taentifyinq the lACUC-aporoved excections, this summary includes a brief exolanation of the exceDtions, as well as the soecies and number of animals affected. 

‘ i u,V'. • w ! 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other ! 

aspects of animal care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 




(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGN, 



DATE SIGNED 
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APHIS FORM 7023 ' (Replaces VS F(3 rM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 
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Legacy Clinical Research 
& technology Center 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result ,n'an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


/ 


Laris Interagency Report Control 
01 80-OOA-AN 




' ■ UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

92-R-0005 1043 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

OREGON STATE UNIVERSITY 

LARC{LAB. ANIMAL RESOURCE CENTER) 

CORVALLIS, OR 97331 
(541) 737-2253 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual researcn. testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSf's/fesj 


See Attached Listing 

LABORATORY ANIMAL RESOURCES 

r- — ' ‘ ‘ ‘ "" 

COLLEGE OF VETERINARY MEDICINE 


_ . 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sneets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

[ 

8 . Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
researcn, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

£. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of aoprophate 
anesthetic. analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

f. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 


2 

36 + 17=53 


DO 

5. Cats 
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i 

6 . Guinea Pigs 



44 
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7. Hamsters 
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i 

3. Raboits 
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! 9. Non-Human Primates 
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10 . Sheen 
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I 12. Other Farm Antmais 

i 


12 ! 

i 

1 


12 

l i ! 

: H n r r p r 1 J 

i r\ 1 > j 

i- ; i ! 

12 

1 
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ASSURANCE STATEMENTS j 


1) Professionally accepiaole standards governing the care, treatment, ana use of animals, including appropriate use of anesthetic, analgesic, ana tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official ) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

i NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvoe or Print) 


APHIS FUKIVl IU16 

(AUG 91} 


(Replaces VS FORM 18*23 (Oct 88), which is obsoldt^ 
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PART 1 - HEADQUARTERS 
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‘V 5 report is required by law (7 USC 2143). Failure to report according to the regulations can 
jsuit in an order to cease and desist and to be suDject to penalties as provided for in Section 


' UNITED STATES DEPARTMENT OF AGRICULTURE 
' ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


Ians 


l ~//S? 

Interagency Report Control No ' i 
01 80-DOA-AN 



1. REGISTRATION NO. CUSTOMER NO. 

92-R-0007 1050 

FORM APPROVED 

OM8 NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY ( Name and Address, as registered with USDA, 

include Zip Code ) 

PORTLAND STATE UNIVERSITY 

P. 0. BOX 751 
PORTLAND, OR 97207 
(503) 725*3423 



sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIONS (sites) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sneets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By r he Animal 
Welfare Regulations 




4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


S. Non-Human Primates 


10 . Sheeo 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


B. Number ot 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals uoon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pam- 
relievmg drugs. 


Number cf animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Numoer of animals upon which teaching, 
exoeriments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for whicn the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, resuits, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation cf 
the procedures producing pam or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 





ASSURANCE STATEMENTS 


1) Professionally acceptaole standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Eacn principal investigator has considered alternatives to painful procedures. 

3) Tims facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
asoects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally ResponsibleJfTstitutionai official) 

I certify that the above is true, correct, and complete {7 U.S.CTSection 2143) 


nr i no i vimh / 


v o ruruv 1 im-^j oo|, wtiilij ib> uusoie 


(AUG 91) 


DATE SIGNED 
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APHIS Form 7023 Site List 


. The fo flowing sites have been reported by the facility. 

Registration Number: 92-R-0007 

Customer Number: 1050 

Facility: PORTLAND STATE UNIVERSITY 

P. O. BOX 751 
PORTLAND, OR 97207 
(503) 725-3423 




See reverse side for 
additional information. 


S 


Inis report is required by law (7 USC 2143). Failure to report according to the regulations can 
* resuit m an order to cease and desist and to be sublet to penalties as provided for in Section 2150. 



01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

S2-R-Q003 1052 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

UNIVERSITY OF OREGON 

1258 UNIVERSITY OF OREGON 

EUGENE, OR 97403 
(503) 346-4958 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets T necessary.) 


FACILITY LOCATIONSfs/tes) 


See Attached Listing 

Streisinger Hall 

10/1/00 9/30/01 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held ror use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were, 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon wmch teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation cf 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D +■ E) 

4. Dogs 






5. Cats 






5. Guinea Pigs 






7. Hamsters 
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ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgenz, or experimentation were followed by this research facility. 


2) Eacn principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary induces a brief explanation of the exceotions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision cf adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

C 

( 

c 

)ATE SIGNED 

ilm/o/ 


A (EADQUARTERS 










This report is required by law (7 USC 2143). Failure to report according to the regulations can 


See reverse side for 
additional information. 



Interagency 'Re'oort Control No 
01 30-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

f ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

92-R-001 9 1054 

FORM APPROVED 

OM8 NO. C579-0036 

■ ■ ■ ■■ - i 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

ANIMAL FOUNDATION, INC. 

621 RIVER AVE. 

EUGENE, OR 97404 
(541) 589-9394 

2. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Adach additional 
sheets if necessary.) 

_ — — — 


FACILITY LOCATIONS (sites) 


See Attached Listing 


- 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets tf necessar/ or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Numoer of animals upon 
wnich experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 
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ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
anc following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. •: 


2) Eacn pnncioal investigator has considered alternatives to painful procedures. , • 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be; specified and^^^necj^y the C'fiOf 
orincioai investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of aft the exceptions is attached to this annual report. In GUUj 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of acequate veterinary care and to oversee the adeolid : cyrof’*afh'dr *— 

* i — i I ^ ^ .v 


aspects of animal care and use 


l 


SAT 5 m f n i 


US Pc 

■ ' 'J, l| L 


hC, A 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


" NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvoe or Print) 


DATE SIGNED 
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This recort is required by law (7 USC 21 43). Failure to report according to the regulations can 
result ;rr an order to cease and desist 3nd to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagenty R; 
01 80-DOA-AN 


/ - / 7 "/) 2- 

cy Reodrt Control No 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
92-R-0020 


CUSTOMER NO. 
8222 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

LINF1ELD COLLEGE 
900 S.E. BAKER 
MCMINNVILLE, OR 97128 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAT)ONS(sites) 



-cj? 


T. 


piiMzeT [To 4i , /(<:. iR 0 /TiI$ 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7 023A ) 


Animals Covered 
3y The Animal 
■Vs if a re Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number cf 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pam, distress, or 
use of pain- 
reiievmg drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying oam or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying oam or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests, (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report ) 


TOTAL NO. 
OF ANIMALS 

(Cols. C +• 

D + E) 


1) professionally acceptable standaras governing the care, treatment, and use of animals, including appropriate use of ane sthetic, j anatgesicrand'tranquilizing drugs, prior to, during, 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility — 

2) Eacn principal investigator has considered alternatives to painful procedures. 

3) rnis facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
prmcipa! investigator and approved by the Institutional Animal Care and Use Committee (iACUC). A summary of all the exceptions is attached to this annual report. In 
sedition to identifying the !AC L/C-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) i he attending veterinarian for this research facility has appropriate authority to ensure the provision cf adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
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iff »i * i i^t i i uuouic m 


(AUG 91) 


t fAIX I 1 


DATE SIGNED 
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APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 
Customer Number: 
Facility: 


92-R-0020 

8222 

LINFIELD COLLEGE 
900 S.E. BAKER 
MCMINNVILLE, OR 97128 


LINFIELD COLLEGE 

PSYCHOLOGY DEPT. - PIONEER HALL 

MCMINNVILLE, OR 97128 





Noy I 6 2801 


USDA.APHIS. REAC, AC 

_ SnCriAMENfO CA 
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II 


,.Tr-,s reoctt.’S required bv law (7 USC 2143). Failure to report according to the regulations con 
” resuit in reorder to cease and desist and to be subject to penalties as provided for m Section 2150. 


See reverse side for 
additional information. 




Interagency Report Control 


01 90- DO A- AN 


7 O 2. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

92-R-0022 


CUSTOMER NO. 

1055 


FORM APPROVED 
OMB NO. 0573-0036 


2 HEADQUARTERS RESEARCH FACILITY {Name a no Redress, as registered with U: 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code} 

/-p/pfz QD PRINT' PORTLAND COMMUNITY COLLEGE 

( ' ' ^ rKiiv I j PO BOX 19000/12000 SW49TH AVE 

PORTLAND, OR 97219 

(503)614-7461 

3. REPORTING FACILITY (List ail locations where animals were housed or used m actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets T necessary.) 

FACILITY LOCATIONSfs/fes; 



Portland, OR 97229-1744 

County: Multnomah 

REPORT OF ANIMALS USED by OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessary or use APHIS FORM 7C23A } 


Animals Covered 
By T he Animal 
Veifare Regulations 


Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pam, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pam or 
distress to the animals 
and for wmch appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pam or distress 
to the animals and for which the use of appropriate 
anesthetic. analgesic, or tranquilizing dajgs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pam or distress in these 
animals and the reasons such drugs were nol used 
must Pe attached fo this report} 


TOTAL NO 
OF ANIMALS 

(Cols. C * 

D + E) 



1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anesthetic, analgesic .an^Wra/rquiLzinQ drugs, prior to, during, 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. ; \ N(JY /_ w /flfi! | 

2) Each principal investigator has considered alternatives to painful procedures I 

j 

3! This faci'ty is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal nvestigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of ail the exceptions is attached to this annual report. In 
sedition to identifying the tACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian tor this research facility has appropriate authority 10 ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
f certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O.'OR INSTITUTIONAL OFFICIAL NAME & TITLE OF OEO. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


li-ld-o I 
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* Thls ra _ orti3 required bv law (7 USC 2143). Failure to report according tc the regulations can 
result ,n an order to cease and desist and to be suojec! to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

92-R-0022 


CUSTOMER NO. 

1055 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
0MB NO 0573-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

PORTLAND COMMUNITY COLLEGE 
PO BOX 19000/12000 S W 4 9TH AVE 
PORTLAND, OR 97219 
(503) 514-7461 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form ) 


£. Number of animals upon whicn teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic. analgesic, cr Iranquthzing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must be attached to this repod) 


1 . .. 

A. 

B. Number of 

C. Number of 

D. Number of ammais upon 


animals being 

ammais upon 

which experiments. 

Animals Covered 

bred, 

which teaching, 

teaching, research. 

3y The Animal 

conditioned, or 

research. 

surgery, cr tests were 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 


teaching, testing, 

tests were 

accompanying pain or 


experiments. 

conducted 

distress to the ammais 


research, or 

involving no 

and for which appropriate 


surgery but not 

oain, distress, or 

anesthetic, analgesic, or 


yet used for such 

use of pam- 

franquTrztng drugs were 


purposes. 

relieving drugs 

used. 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizmg drugs, prior to, durina, 
and following actual research, leaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This radity is adhering to -the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. !n 
addition to identifying the IAC DC-approved exceptions, this summary includes a brief explanation of the exceptions, as wei! as the species and number of animals affected 

4) i he attending veterinarian tor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use 


CERTIFICATION BY HEADQUARTER $ RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


] SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) OAT 


DATE SIGNED 


APHIS FORM 7023A 
(AUG 91) 


{Replaces VS FORM 18-23 {Oct 88), 


1 - HEADQUARTERS 




This report is required by law (7 USC 2143). Failure to report according to the regulations can 


See reverse side for 
additional information. 


Lark 


/ -V 7 - /; 

Interagency Report ContrchNo 
01 80- DO A- AN 


- ' UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

annual report of research facility 

(TYPE OR PRINT ) 

1. REGISTRATION NO. CUSTOMER NO. 

92-R-Q031 1057 

... 

FORM APPROVED 

OMB NO, 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

GEORGE FOX UNIVERSITY 

414 N. MERIDIAN STREET 

NEWBERG, OR 97132 
(503) 538-8383 

3 REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) ..... 


See Attached Listing 


REPORT OF ANIMALS USED 8Y OR UNOER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS i-ORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

f 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pam- 
relievmg drugs. 

D. Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
(ranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery cr tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs wouid 
have adversely affected the procedures, resuits, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D -t»E) 

4. Dogs 




1 


5. Cats 

T 






1 

5. Guinea Pigs 






i 

7. Hamsters 






3. Rabbits 



10 


10 

i 

i 

' 3. Non-Human Primates 






10. Sheep 






1 1 . Pics 






— — — 

12. Other Farm Animals 

1 











13. Other Animals 
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— — ... 
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10 


10 





_ W.rA f n .. . 






nuv / UUI 

- 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility.- 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator ana approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

! r.p rtifv that fhn ahnvp ic Inio rnr rant nnH r.nmnlpt» f7 II R P. Rpr.tinn 9143^ 


" 

9 or Print) ■ 

DATE SIGNED 





APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88 }, which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 











APHIS Form 7023 Site List 


The following sites have been reported by the facility. 

**■ 

Registration Number: 92-R-0031 

Customer Number: 1057 

Facility: GEORGE FOX UNIVERSITY 

414 N. MERIDIAN STREET 
NEWBERG, OR 97132 
(503) 538-3383 


GEORGE FOX UNIVERSITY 
414 N. MERIDIAN STREET 
NEWBERG, OR 97132 


NOV 23 200| 





This report is required by law (7 USC 2143). Failure to report according to the regulations can 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-OOA-AN 


// 




Id an wuci — ' r f 

" UNITED STATES DEPARTMENT OF AGRICULTURE 

animal and plant health inspection service 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

92-R-0037 1820 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Aodress, as registered with USD A. 
include Zip Code) 

SOUTHERN OREGON UNIVERSITY 

1250 SISKIYOU BLVD. 

ASHLAND, OR 97520 
(541) 552-6319 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purp° ses - Attacn additional 
sheets if necessary. ) . ... 


FACILITY LOCATlONSrs/fes) 


See Attached Listing Southern Oregon University 

Science Building, SOU Campus 


Ashland, OR 97520 


REP Ort OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


\ 

A. 

J Animals Covered 

9y The Animal 

| Welfare Regulations 

i 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

Cu Number of .- 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
nave adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D +«E) 

4. Dcgs 






5. Cats 






1 5. Guinea Pigs 






7. Hamsters 





t. - ■ 

L, -- 1 — — . — — — — — 

i 

3. Rabcits 

: 



| 

'■ 9. Non-Human Primates 






1 0. Sheers 

' 






1 1 . P’gs 

; 





12. Other Farm Animals 






- — . . 






1 3. Other Animats 
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ASSURANCE STATEMENTS j j j J j 'S 1 ;j vj 


I : 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, apalgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


OCT f 5 200! 


3) This facility is achering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC) A summary of ai! the exceptions is;attached to this annua/ report. In 
addition to identifying the lACUC-aporoved exceptions, this summary includes a brief explanation of the exceptions, as well as the specfes'and.number of animals affected— 

4) The attending veterinarian for this researcn facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee^ the adequacy of other 

aspects of animal care and use. ~~ ~ • — • — — — 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGN/ 



APHIS hUKM /U23 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 
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